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AUTHOB'S PEEFACE

The writer is under obligation for valuable criticism
to Ms wife, to Professor T. H. Morgan, and to Lieutenant
Leonard B. Loeb, who were kind enough to read the
manuscript.                                                       J. L.
The Bockefeller Institute
for Medical Research,
New York.
March, 1918.